Part 2 - Price BAFO Proposal Evaluation Details 


Sub-Part Description 

Maximum Score 


Brookviile 


CAP 


inekon 

A Price Score 

100 

98.9 

87.8 

100.0 

Proposed Base Contract Price 
Proposed Price for Proposal Evaluation 



$49,923,951.00 

$71,629,952.00 


$52,189,395.00 

$79,471,752.00 


$49,530,000.00 

$70,834,152.00 

Lowest Proposed Price 

$70,834,152.00 








Sub-Total Part 2 100 98.9 87.8 100.0 


Summary 


Part 

Description 

Maximum Score 

Brookviile 

CAP 

Inekon 

1 

Technicai Proposal 

100 


61 


82.8 


55.1 

2 

Price Proposal 

100 


98.9 


87.8 


100.0 

1 GRAND TOTALI 

200 


159.9 


170.6 


155.1 
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